Approved For Release 2000/08/07 : CIA-RDP81B00878R000500140049-4 
| Exhibit No: 60] To Contract: HF«CT#692 


Dates: July 23, 1959 


From: The Firewel Cons Ince 


Contractor 


To? 
ontracting Officer 


2 
re 
< No Nomenclature Unit Price Total Pré&ce 
oe. Je 
ae F2400=6 Regulator : 25 $310 31 $776%,95°° 
Z F9025—5 Presseto-test=valve 5 40,04 — 200,,,20-° 
3 F2578+5 Check Valve 5 18.464 93420 
4° F46400-13 Relief Valve - | 20 . 914 182,80, 
5 F1263~3 Charging Valve 10 - 367A 32.AY, 
6 F2050=1 Valve 5 67432 336.60 
‘ $8633-98--Total 
7 
page ® 
25 eac. Sept. 1. 1959 or sooner . 
7 Items 2 thru 6 — As Soon as possi ble 
= Delivery: _ 
Prices are fair and reasonable and this — 
Exhibit is bereby approved, Contractor warrants prices conform to the 
price formula in effect to date of the 
$ 3,622.95 : Exhibit, 2 


a ee 


SIGNED: 
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